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1, Location: 


The xonotop (33°13'u/SL 147i) railroad repair plant , Ukrai- 

‘ nian sow, 1s arout 2 kn wast of the town center and o. of 
the railroad station. ‘ya ¢istance tetween the nowsr lant 
and the railroad stasia: is 730 meters. 


a. Layout of the Power i Lar t: 


po 


une walls surrounding the naw buildine were about 10 neters 
hieh in dune 1947 and the trickwork was conleted and roofed 
by iebruary 1946. Yhe ti.rbine bases were set up by June 1948, 
24#o turbines were sunnlied: tvo “onths later. The installation 
of these turbines had riet Laen connleted in .entevher 194€, 


b. at that tine about half the work resuired for the installation 
of the boilers hac taen loie. the slag-quenching plant had 
been completed and the conerated saverare svsten vies almost 
connlote. 


C. ihese fields of work nov completed by septenter 1S4e;: 


installation of the turbines and the Loilers, 
anstaliation of tue stenr: cooling plants, 

VOoul-converor nlant, 

Instellation of the switehbosards and miscellaneous minor 
inside installations. ..eeordin: to a Geran ereineer, the 
plant was scheduled to *@ nut in onreration in late 1649. 


or .lant sketch see onan. 
js  .Ore sorce: 


~eventecn ooviet skillef@ vérkers and tairty Pig were still 


enraged Jn fittine by th: end of the tine of ol servation. 
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canacity: 


chirty thousand aceordd nm bo whe Wer wn ee S 

9 wag of the orinion this she power es ' 
its creat caracity, “OU Ld ‘guroly electricity no es 
only to ths pailroa a) roenirshop an. vito tailroad s 
tion but to the town ans jts environs. 


L annex: -.luenrint, i over «lant of the .eilroad .enair 


clopt in aonobtop. 
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Legend to ..nnex: 


athe 


rlant woxetch: 

1. wsasseably shoo, GC x of “eters 

2. sauentable 

m, Ueo assenbly shons, 40 * 27 meters 

4. apllroed car revaii shop, 9C x 60 meters 
5. ‘oenporary wargnous:, io x 74 meters 


& sover plant, new Ddicing, 55 x 32 x 20 meters 


7. ater tower, oveion in. to the nower nlant, 30 meters 


ish, hexagonal st: el structure on concrete 


foundation, commleied excent fer tha oine connections. 


Bb. Camm 7186/2 


“he total arena its $00 * 270 neters. 


rower slant cketeu: 

tirst ilLoor: 

1. ‘Yurbtine roon, So x 1h. meters, 6 to 7 meters 
hich, vith two bases fer the turbines instnrlied 
in tae and floor, ond cable and sewage canals. 

2, Wransformer station, it: x 18, meters, with four 
oL11 transformers a: conerete bases and slide raiis. 
ct yet conneciLed, 

3. vufPice, 23 x 15: m.tars. 

4, wo cooling siants 12; x 9 eters. 

5. io slor-juenching plants, 13, x15, meters. 

6. armty poou, 27 = 2:: asters, with iron conerete 
njllars surnortins th: ceilirr of the second floor, 
“ne room is onan tewaca the cooling an: slare 
juanchine plents,. 

wecond <Loor: (13. ie .675} 

1. Uurbine room with a steant turbines and tuo 
generators, .ach turbine is 2.15 neters loug san 
1.6 neters in diam:tec and of .w:erican tyre. 

2, w~itenboard room 

3. «.ffice 

4, {shove the cooline and slar-cuenching rliants and 


the empty room) bo.ler-roonm for two boilers dis- 
nayit Led de here Me 


Sa Meiers «aries. Si, ie. Cae. sy 
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voal ~as sunplied by an inuiined hoist on the eastern 
side of the bulidias. 
i¢h tenusion conduits «eis not yet Tittod. 


‘whe power plent is a concer? #4 euilding, [5 x 2h x 20 meters, 
with a econeretse-slab roof ait iu 1O-neter meatal sninkestack. 


. ~ AT es San, gay fi. nT Gree! wow 
Laas desea babe Jed ul ies hale ede ke beret thi de 
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